Project* 


Project Name 


Agency Name 


Agency 
Priority 


Agency Request 
Amount 


FED / CT Grant / 
WPCA Bond 


NEW 


CLC FACILITY REHAB PROJECT 


Childcare Learning Center - Capital 


1 


$85,000.00 


$0.00 


C56080 


MAIN LIBRARY BUILDING RESTORATION 


Ferguson Library - Capital 


1 


$983,000.00 


$0.00 


NEW 


HARRY BENNETT BRANCH RENOVATION 


Ferguson Library - Capital 


2 


$228,500.00 


$0.00 


NEW 


DIGITIZATION & PRESERVATION OF LOCAL DOCUMENTS 


Ferguson Library - Capital 


3 


$320,000.00 


$0.00 


NEW 


FEASIBILITY STUDY FOR BRANCH EXPANSION 


Ferguson Library - Capital 


4 


$0.00 


$0.00 


NEW 


MATERIAL CONTROL SYSTEM FOR BRANCHES 


Ferguson Library - Capital 


5 


$0.00 


$0.00 


NEW 


COMMUNITY CENTER LIBRARIES 


Ferguson Library - Capital 


6 


$0.00 


$0.00 


NEW 


BOOKMOBILE REPLACEMENT 


Ferguson Library - Capital 


7 


$0.00 


$0.00 


NEW 


FIRE APPARATUS 


Office of Public Safety, Health & Welfare - Director 


1 


$4,450,967.00 


$0.00 


C46047 


HOUSING DEVELOPMENT FUND 


Office of the Mayor - Community Development 


1 


$1,500,000.00 


$0.00 


NEW 


OLD TOWN HALL COMMERCIAL KITCHEN 


Old Town Hall Redevelopment Agency 


2 


$400,000.00 


$0.00 


CP9238 


YERWOOD CENTER RENOVATIONS 


Operations: Administration - Maintenance 


1 


$200,000.00 


$0.00 


NEW 


CURTAIN CALL INTERIOR RENOVATIONS 


Operations: Administration - Maintenance 


1 


$260,000.00 


$0.00 


CP5216 


LATHON WIDER COMMUNITY CENTER 


Operations: Administration - Maintenance 


1 


$500,000.00 


$0.00 


NEW 


GOVERNMENT CENTER RENOVATIONS 


Operations: Administration - Maintenance Facilities 


1 


$550,000.00 


$0.00 


NEW 


HEATING SYSTEM REPLACEMENT 


Operations: Administration - Maintenance Facilities 


2 


$75,000.00 


$0.00 


NEW 


TERRY CONNERS RINK UPGRADES 


Operations: Administration - Maintenance Facilities 


3 


$200,000.00 


$0.00 


NEW 


TOWN YARD UPGRADES 


Operations: Administration - Maintenance Facilities 


4 


$100,000.00 


$0.00 


CP6908 


ROOF REPLACEMENT/REPAIR 


Operations: Administration - Maintenance Facilities 


5 


$90,000.00 


$0.00 


C56203 


BUILDINGS & UTILITIES 


Operations: Administration - Maintenance Facilities 


6 


$100,000.00 


$0.00 


CP0234 


CITYWIDE ELECTRICAL SYSTEM UPGRADE 


Operations: Administration - Maintenance Facilities 


7 


$50,000.00 


$0.00 


CP0233 


GENERATORS 


Operations: Administration - Maintenance Facilities 


8 


$100,000.00 


$0.00 


CP2213 


LEASED FACILITIES CAPITAL REPAIRS 


Operations: Administration - Maintenance Facilities 


9 


$100,000.00 


$0.00 


CP7100 


GLENBROOK COMM CTR CONSTRUCTION 


Operations: Administration - Maintenance Facilities 


10 


$50,000.00 


$0.00 


NEW 


NEW CUMMINGS PARK PHASE 1 


Operations: Administration - Maintenance Parks 


1 


$2,000,000.00 


$0.00 


NEW 


DORTHY HEROY COMPLEX PHASE 1 


Operations: Administration - Maintenance Parks 


2 


$500,000.00 


$0.00 


NEW 


SCALZI PHASE 3 


Operations: Administration - Maintenance Parks 


3 


$750,000.00 


$0.00 


C56272 


PARK LIGHTING 


Operations: Administration - Maintenance Parks 


4 


$500,000.00 


$0.00 


C56139 


PLAYGROUND REHABILITATION 


Operations: Administration - Maintenance Parks 


5 


$500,000.00 


$0.00 


C56079 


FENCING & GUARD RAILS 


Operations: Administration - Maintenance Parks 


6 


$300,000.00 


$0.00 


C56169 


PAVING & DRAINAGE 


Operations: Administration - Maintenance Parks 


7 


$300,000.00 


$0.00 


CP5215 


COVE ISLAND BARN RESTORATION 


Operations: Administration - Maintenance Parks 


8 


$100,000.00 


$0.00 


CP0232 


ATHLETIC FIELDS RENOVATION 


Operations: Administration - Maintenance Parks 


9 


$100,000.00 


$0.00 


C56259 


GAME COURTS 


Operations: Administration - Maintenance Parks 


10 


$100,000.00 


$0.00 


NEW 


BARRETT PARK BUILDING REPLACEMENT 


Operations: Administration - Maintenance Parks 


11 


$100,000.00 


$0.00 


NEW 


JACKIE ROBINSON PHASE 3 


Operations: Administration - Maintenance Parks 


12 


$70,000.00 


$0.00 


NEW 


WEST BEACH PAVILLION 


Operations: Administration - Maintenance Parks 


13 


$0.00 


$0.00 


NEW 


ROSA HARTMAN PHASE 2 


Operations: Administration - Maintenance Parks 


14 


$0.00 


$0.00 


NEW 


VETERANS PARK 


Operations: Administration - Maintenance Parks 


15 


$0.00 


$0.00 


CP0093 


SCOFIELDTOWN PARK DESIGN AND REMEDIATION 


Operations: Engineering - Engineering 


1 


$5,400,000.00 


$0.00 


CP1283 


CHESTNUT HILL ROAD RECONSTRUCTION 


Operations: Engineering - Engineering 


2 


$150,000.00 


$0.00 


CP1075 


SKYMEADOW DRIVE DRAINAGE IMPROVEMENT 


Operations: Engineering - Engineering 


3 


$150,000.00 


$0.00 


C56123 


CITYWIDE SIDEWALKS 


Operations: Engineering - Engineering 


4 


$5,000,000.00 


$0.00 


C56182 


STREET PATCH & RESURFACING 


Operations: Engineering - Engineering 


5 


$5,000,000.00 


$0.00 



C16012 


CITY WIDE STORM DRAINS 


Operations 


Engineering - Engineering 


6 


$450,000.00 


$0.00 


C56129 


CITYWIDE MANHOLE & BASIN 


Operations 


Engineering - Engineering 


7 


$600,000.00 


$0.00 


CP0114 


STREET LIGHTING INFRASTRUCTURE UPGRADE 


Operations 


Engineering - Engineering 


8 


$200,000.00 


$0.00 


CP0211 


ENVIRONMENTAL COMPLIANCE 


Operations 


Engineering - Engineering 


9 


$250,000.00 


$0.00 


CP1372 


OAKDALE ROAD CULVERT AND CATCH BASINS 


Operations 


Engineering - Engineering 


10 


$100,000.00 


$0.00 


CP1074 


PINE HILL DRAINAGE 


Operations 


Engineering - Engineering 


11 


$200,000.00 


$0.00 


CP4211 


DOWNTOWN SIDEWALK RECONSTRUCTION 


Operations 


Engineering - Engineering 


12 


$1,000,000.00 


$0.00 


CP3220 


MAJOR BRIDGE REPLACEMENT 


Operations 


Engineering - Engineering 


13 


$2,520,000.00 


$0.00 


C56119 


CITYWIDE ROADWAY CORRECTION 


Operations 


Engineering - Engineering 


14 


$230,000.00 


$0.00 


CP6670 


ANIMAL SHELTER 


Operations 


Engineering - Engineering 


15 


$2,000,000.00 


$0.00 


CP5208 


ROXBURY ROAD DRAINS 


Operations 


Engineering - Engineering 


16 


$0.00 


$0.00 


CP2220 


MAJOR BRIDGE REPAIRS AND DESIGN 


Operations 


Engineering - Engineering 


17 


$0.00 


$0.00 


NEW 


DAVENPORT STREET DRAINAGE 


Operations 


Engineering - Engineering 


18 


$0.00 


$0.00 


NEW 


MYANO LANE RECONSTRUCTION 


Operations 


Engineering - Engineering 


19 


$0.00 


$0.00 


CP0116 


HENRY STREET @ ATLANTIC STREET INTERSECTION 1 IV 


Operations 


Engineering - Traffic Engineering 


1 


$1,133,970.00 


$1,133,970.00 


CP2056 


STAMFORD FERRY TERMINAL - FERRY BOAT DISCRETIC 


Operations 


Engineering - Traffic Engineering 


2 


$2,750,000.00 


$2,000,000.00 


C56174 


CITYWIDE SIGNALS 


Operations 


Engineering - Traffic Engineering 


3 


$250,000.00 


$0.00 


NEW 


OAKLAWN AVENUE IMPROVEMENTS 


Operations 


Engineering - Traffic Engineering 


4 


$575,000.00 


$0.00 


CP1281 


ROADWAY DESIGN AND RECONSTRUCTION 


Operations 


Engineering - Traffic Engineering 


5 


$200,000.00 


$0.00 


CP3221 


SCHOOL ZONE FLASHERS 


Operations 


Engineering - Traffic Engineering 


6 


$100,000.00 


$0.00 


CP2057 


EMERGENCY BACK UP POWER FOR TRAFFIC SIGNALS 


Operations 


Engineering - Traffic Engineering 


7 


$100,000.00 


$0.00 


NEW 


WESTOVER ROAD @ MERRIEBROOK LANE 


Operations 


Engineering - Traffic Engineering 


8 


$1,500,000.00 


$0.00 


NEW 


LARGO DRIVE @ HOPE STREET - IMPROVEMENTS 


Operations 


Engineering - Traffic Engineering 


9 


$250,000.00 


$0.00 


CP8219 


TRAFFIC CALMING IMPLEMENTATION 


Operations 


Engineering - Traffic Engineering 


10 


$250,000.00 


$0.00 


C56211 


CONCEPT DESIGN FOR INTERSECTION IMPROVEMENTS 


Operations 


Engineering - Traffic Engineering 


11 


$175,000.00 


$0.00 


NEW 


PARKING GUIDANCE SYSTEM 


Operations 


Engineering - Traffic Engineering 


12 


$1,250,000.00 


$0.00 


NEW 


COLD SPRING ROAD @ WASHINGTON BOULEVARD 


Operations 


Engineering - Traffic Engineering 


13 


$500,000.00 


$0.00 


NEW 


OPTICAL FIRE PRE-EMPTION 


Operations 


Engineering - Traffic Engineering 


14 


$100,000.00 


$0.00 


NEW 


STREET CAR SYSTEM 


Operations 


Engineering - Traffic Engineering 


15 


$500,000.00 


$0.00 


CP8225 


ATLANTIC STEET RECONSTRUCTION 


Operations 


Engineering - Traffic Engineering 


16 


$0.00 


$0.00 


CP6570 


LED TRAFFIC LIGHT CONVERSION 


Operations 


Engineering - Traffic Engineering 


17 


$0.00 


$0.00 


C56269 


SIGNAL COMPUTERIZATION 


Operations 


Engineering - Traffic Engineering 


18 


$0.00 


$0.00 


C56172 


STILLWATER ROAD INTERSECTIONS 


Operations 


Engineering - Traffic Engineering 


19 


$0.00 


$0.00 


NEW 


TRAFFIC SIGNAL UPGRADE - PHASE Gl 


Operations 


Engineering - Traffic Engineering 


20 


$0.00 


$0.00 


NEW 


TRAFFIC SIGNAL COMMUNICATION AND CONTROL HAR 


Operations 


Engineering - Traffic Engineering 


21 


$0.00 


$0.00 


CP5231 


SAFE ROUTES TO SCHOOLS 


Operations 


Engineering - Traffic Engineering 


22 


$0.00 


$0.00 


CP2232 


WATERSIDE VILLAGE STREETSCAPE IMPROVEMENTS 


Operations 


Engineering - Traffic Engineering 


23 


$0.00 


$0.00 


NEW 


TRAFFIC SIGNAL CABINET REPLACEMENT 


Operations 


Engineering - Traffic Engineering 


24 


$0.00 


$0.00 


NEW 


STILLWATER ROAD @ ROXBURY ROAD AND LONG RIDG 


Operations 


Engineering - Traffic Engineering 


25 


$0.00 


$0.00 


CP0042 


MASTER PLANS 


Operations 


Land Use - Administration 


1 


$150,000.00 


$0.00 


NEW 


Urban Forestry Master Plan 


Operations 


Land Use - Administration 


2 


$155,000.00 


$0.00 


NEW 


VETERANS PARK MASTER PLAN 


Operations 


Land Use - Administration 


3 


$100,000.00 


$0.00 


CP6564 


SCALE UPGRADE 


Operations 


Public Services - Solid Waste 


1 


$250,000.00 


$0.00 


CP6565 


SOLID WASTE BUILDING RENOVATION 


Operations 


Public Services - Solid Waste 


2 


$50,000.00 


$0.00 


NEW 


STORM DRAIN CONVERSION AT CITY & TOWN YARD GA 


Operations 


Public Services - Traffic & Road Maintenance 


1 


$165,000.00 


$0.00 


NEW 


EQUIPMENT STORAGE CANOPY AT CITY GARAGE 


Operations 


Public Services - Traffic & Road Maintenance 


2 


$750,000.00 


$0.00 


CP1197 


JAIL CELL UPGRADE 


Police - Department Wide 


1 


$700,000.00 


$0.00 


NEW 


LOCKER ROOM RENOVATION 


Police - Department Wide 


2 


$0.00 


$0.00 



CP5220 


POLICE HEADQUARTERS INFRASTRUCTURE IMPROVED 


Police - Department Wide 


3 


$0.00 


$0.00 


NEW 


GENERATOR REPLACEMENT 


Police - Emergency Communications Center 


1 


$375,000.00 


$0.00 


CP1284 


REPLACE EMERGENCY GENERATOR 


Scofield Manor - Capital 


1 


$86,385.00 


$0.00 


NEW 


SCOFIELD MANOR IMPROVEMENTS INTERIOR RENOVA" 


Scofield Manor - Capital 


2 


$396,391.00 


$0.00 


CP1671 


SCOFIELD BLDG IMPROVEMENT & EXTERIOR REPAIRS 


Scofield Manor - Capital 


3 


$81,137.00 


$0.00 


C65201 


CITYWIDE TECHNOLOGY REPLACEMENT & UPGRADE 


Short Term Financing - Capital 


1 


$2,076,500.00 


$0.00 


C65200 


CITYWIDE VEHICLE REPLACEMENT & UPGRADE 


Short Term Financing - Capital 


1 


$8,440,000.00 


$0.00 


NEW 


FERGUSON LIBRARY VEHICLE REPLACEMENT 


Short Term Financing - Ferguson Library - Capital 


1 


$130,000.00 


$0.00 


NEW 


FERGUSON LIBRARY TECHNOLOGY/EQUIPMENT 


Short Term Financing - Ferguson Library - Capital 


1 


$315,000.00 


$0.00 


NEW 


ROOF REPLACEMENT 


Smith House - Smith House 


1 


$115,000.00 


$0.00 


NEW 


SOLAR CONVERSION OF HEATING, DOMESTIC HOT WA1 


Smith House - Smith House 


2 


$550,000.00 


$500,000.00 


CP6582 


COMMUNICATION IMPROVEMENT 


Smith House - Smith House 


3 


$50,000.00 


$0.00 


NEW 


GENERATOR REPLACEMENT 


Smith House - Smith House 


4 


$400,000.00 


$0.00 


CP0119 


CHILLER REPLACEMENT 


Smith House - Smith House 


5 


$250,000.00 


$0.00 


NEW 


WINDOW REPLACEMENT 


Smith House - Smith House 


6 


$0.00 


$0.00 


NEW 


NEW HYDRAULIC CYLINDERS FOR BELL STREET GARAC 


Special Revenue - Parking Fund 


1 


$150,000.00 


$0.00 


CP6904 


WPCA MAJOR REPLACEMENT 


Special Revenue - Water Pollution Control 


1 


$700,000.00 


$700,000.00 


CP4242 


SANITARY SEWER REHABILITATION 


Special Revenue - Water Pollution Control 


2 


$1,000,000.00 


$1,000,000.00 


C71196 


CMOM- SEWER CAPACITY MANAGEMENT, OPERATION << 


Special Revenue - Water Pollution Control 


3 


$1,500,000.00 


$1,500,000.00 


C71282 


VEHICLE REPLACEMENT AND REPAIR 


Special Revenue - Water Pollution Control 


4 


$100,000.00 


$100,000.00 


C71201 


UPGRADE OF ULTRA-VIOLET DISINFECTION SYSTEM 


Special Revenue - Water Pollution Control 


5 


$1,000,000.00 


$1,000,000.00 


C20052 


WEDGEMERE ROAD SEWERS 


Special Revenue - Water Pollution Control 


6 


$2,500,000.00 


$2,500,000.00 


CP5241 


STORM WATER PUMP STATIONS 


Special Revenue - Water Pollution Control 


7 


$1,400,000.00 


$0.00 


CP2047 


PROJECT GIS 


Special Revenue - Water Pollution Control 


8 


$200,000.00 


$100,000.00 


C22046 


PERNA LANE AREA SEWERS 


Special Revenue - Water Pollution Control 


9 


$2,000,000.00 


$2,000,000.00 


CP9270 


SANITARY PUMPING STATION UPGRADE 


Special Revenue - Water Pollution Control 


10 


$100,000.00 


$100,000.00 


NEW 


RESTORE NORTH WALL AND PARAPET 


Stamford Center for the Arts - Capital 


1 


$74,400.00 


$0.00 


NEW 


DRYWELL CONNECTION 


Stamford Center for the Arts - Capital 


2 


$60,000.00 


$0.00 


NEW 


INTERIOR FINISHES 


Stamford Center for the Arts - Capital 


3 


$85,000.00 


$0.00 


NEW 


AUDITORIUM RENOVATION 


Stamford Center for the Arts - Capital 


4 


$488,050.00 


$0.00 


C46038 


FIRE TRAINING CENTER 


Stamford Fire & Rescue - Department Wide 


1 


$500,000.00 


$0.00 


New 


CENTRAL FIRE HEADQUARTERS RENOVATION 


Stamford Fire & Rescue - Department Wide 


2 


$150,000.00 


$0.00 


C56212 


FACILITIES IMPROVEMENTS 


Stamford Fire & Rescue - Department Wide 


3 


$70,065.00 


$0.00 


NEW 


WEST SIDE FIRE STATION 


Stamford Fire & Rescue - Department Wide 


4 


$86,450.00 


$0.00 


CP9351 


HYDRANT REPLACEMENT 


Stamford Fire & Rescue - Department Wide 


5 


$150,000.00 


$0.00 


CP2351 


EAST SIDE FIRE STATION 


Stamford Fire & Rescue - Department Wide 


6 


$250,000.00 


$0.00 


NEW 


FIRE MAINTENANCE GARAGE 


Stamford Fire & Rescue - Department Wide 


7 


$75,000.00 


$0.00 


NEW 


SOUTH END FIRE STATION 


Stamford Fire & Rescue - Department Wide 


8 


$63,750.00 


$0.00 


CP2061 


HISTORICAL SOCIETY BUILDING UPGRADES AND REHAE 


Stamford Historical Society - Capital 


1 


$50,000.00 


$0.00 


NEW 


MULTI-USE BUILDING CONSTRUCTION 


Stamford Museum - Capital 


1 


$1,500,000.00 


$0.00 


NEW 


SITE & INFRASTRUCTURE IMPROVEMENTS 


Stamford Museum - Capital 


2 


$300,000.00 


$0.00 


NEW 


OBSERVATORY RENOVATION 


Stamford Museum - Capital 


3 


$0.00 


$0.00 


CP3680 


MAIN BUILDING RENOVATION 


Stamford Museum - Capital 


4 


$0.00 


$0.00 
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NEW 


NEW AIR HANDLING UNITS 


The Big Five Volunteer Fire Depts - Glenbrook 


1 


$55,000.00 


$0.00 


NEW 


ROOF REPLACEMENT 


The Big Five Volunteer Fire Depts - Long Ridge 


1 


$120,000.00 


$0.00 


NEW 


REPAVE PARKING LOT AND SITE DRAINAGE 


The Big Five Volunteer Fire Depts - Long Ridge 


2 


$60,000.00 


$0.00 



NEW 


SPRINGDALE IMPROVEMENTS INTERIOR RENOVATIONS 


The Big Five Volunteer Fire Depts - Springdale 


1 


$175,000.00 


$0.00 


CP9461 


SPRINGDALE BUILDING & EXTERNAL IMPROVEMENTS 


The Big Five Volunteer Fire Depts - Springdale 


2 


$105,000.00 


$0.00 


NEW 


STATION 2 BOILER REPLACEMENT 


The Big Five Volunteer Fire Depts - Turn of River 


1 


$75,000.00 


$0.00 


NEW 


CODE COMPLIANCE TOR STATION #1 SPRINKLER SYSTi 


The Big Five Volunteer Fire Depts - Turn of River 


2 


$100,000.00 


$0.00 


NEW 


APPARATUS FLOOR HEATERS STATION 1 


The Big Five Volunteer Fire Depts - Turn of River 


3 


$0.00 


$0.00 


NEW 


ELEVATOR STATION #1 


The Big Five Volunteer Fire Depts - Turn of River 


4 


$0.00 


$0.00 


NEW 


PARKING LOT REPLACEMENT 


The Big Five Volunteer Fire Depts - Turn of River 


5 


$0.00 


$0.00 


NEW 


ROOF REPLACEMENT TOR STATION #2 


The Big Five Volunteer Fire Depts - Turn of River 


6 


$0.00 


$0.00 


NEW 


TOR STATION 1 ADDITION 


The Big Five Volunteer Fire Depts - Turn of River 


7 


$0.00 


$0.00 


NEW 


WINDOW & DOOR REPLACEMENT TOR STATION #2 


The Big Five Volunteer Fire Depts - Turn of River 


8 


$0.00 


$0.00 



totals $79,519,565.00 $0.00 



